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IRRIGATION DEPARTMENT 


YAMUNA WATER SERVICES CIRCLE , ROHTAK 


The 9th September, 2002 


No. 10827 /241/1 - L. Whereas , it appears to the Governor of Haryana that the land specified below is 
needed by the Government, at the public expense , namely for constructing of Ausgangpur Link Drain from RD 
2500 to RD 9000 in village Silana , Tehsil and District, Jhajjar, for which a notification has been issued under 
Section 4 and published vide Haryana Government Irrigation Department notification 10942 /241/ 1-L , 
dated 4th December, 2001, it is hereby declared for the specification below for the above purpose . 


This declaration is made under the provision of Section 6 of the Land Acquisition Act, 1894 for information 
to all whom it may concern . 


Now , therefore, in exercise of the powers conferred in Section - 7 of Land Acquisition Act, 1894 , the Governor 
of Haryana hereby direct the District Revenue Officer-cum -Land Acquisition Collector, Jhajjar to take order for 
the acquisition of the land prescribed in the notification appended to the declaration published in the aforesaid 
notification . 


The plan of the land may be inspected in the office of the District Revenue Officer -cum - Land Acquisition 
Collector, Jhajjar and Executive Engineer , Jhajjar Water Services Division , Jhajjar. 


Specification 


Tehsil 


District 


Direction 


Name of 
Village 


Hadbast 
No. 


Area in 
Acres 


2 


3 


4 


5 


6 


A strip of land measuring 6500 feet 
in length and varying in width and 
lying generally in the direction from 
South to North -West. 


Silana 


259 


Jhajjar 


Jhajjar 


5.74 


8 


11 , 20 and 21 


24 


5 , 6 , 15/1 , 15/3 , 16 and 25/2 


25 


1 , 10 , 11/1 , 20 and 21 


> 


32 


1/1 , 1/2 , 10/2 ; 11/1, 11/2 , 12/1, 
12/2 , 19/1 , 19/2 ; 20., 22 and 23 


53 


3 , 4 , 7 , 14 , 15/1 , 15/2 and 16 


54 


11 , 19 , 20 , 22 , 23/1 , 23/2 , and 21 


:58 , 3 , 4 , 5 , 6 and 7 


57 


10 , 9 , 11 , 12/1 , 12/2 , 13 , 17 and 18 


G.M. 185 and 202 


By Order of the Governor of Haryana . 


A. K. JAIN , 
Superintending Engineer , 
Yamuna Water Services Circle , Rohtak . 


